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LIMITED OFFICIAL USE STATE 118093 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: PORTABLE VHF ALARM SYSTEM 
REE: (A) CAIRO 1 1474, (B) STATE 1 1080 

CAIRO FOR RSO; CASABLANCA FOR OIC/RTC; NAIROBI FOR RSS; 

FROM SY/OPS/T 

1 . 1 SET MELPAR PORTABLE RE ALARM LINK MODEL 2122 

S/N 4003 WITH 10 EACH REMOTE TRANSMITTERS, 15 PAIRS MAG- 
NETIC SWITCH, INSTRUCTION MANUAL, EXTRA BATTERIES POUCHED 
TO CAIRO 8 MAY, REG. NO. 3107020, -1. 

2. USER PERSONNEL ARE CAUTIONED THAT SYSTEM IS DELICATE 
ELECTRONICS, NOT REPEAT NOT TO BE SHIPPED OR POUCHED WITH- 
OUT ADEQUATE SHOCK-ABSORBING PACKING. EXCEPT WHEN HAND- 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 118093 

CARRIED OR TRANSPORTED IN AUTOMOBILE, SYSTEM IN ALUMINUM 
CASE SHOULD BE FURTHER PROTECTED BY WOODEN BOX AND PADDING 
MATERIAL ALL AROUND WHEN SHIPPED. THE EQUIPMENT IS NOT 
REPEAT NOT TO BE SHIPPED THROUGH COMMERCIAL OR POUCH 
SYSTEM IN ITS ALUMINUM CARRYING CASE ONLY. 

3. INSTALLERS SHOULD REMEMBER THAT SYSTEM DOES NOT REPEAT 
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NOT HAVE LINE-SUPERVISORY PROTECTION; THEREEORE ALL WIRING 

BETWEEN SENSORS (MAGNETIC SWITCHES, ETC.) AND THE CENTRAL 
UNIT SHOULD BE WITHIN THE GUARDED SPACES. VANCE 
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